272     NONDOCKETED ITEMS

9005240017 Informs of CRGR Meeting 187 on 900523 re proposed resolution for Ge-
neric Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."                                                                                       _ _

JORDAN.E.L. Committee to Review Generic Requirements. 90/05/15. ARLOTTO,G.A.
Office of Nuclear Material Safety & Safeguards.Director. MIRAGLIA.F.J. Office of Nu-
clear Reactor Regulation, Director (Post 870411). REYES.LA. Region 2, Ofc of the
Director. 2pp. 53921:289-53921:290.

9005240316 Corrected notification of contract execution.Mod 11,to "Regulatory Analysis
for      Generic       Issue      23,Reactor      Coolant      Pump       Seal       Failure.
Contractor:SBA.Subcontractor:Scientech, Inc.

BOYD.D Contract Administration Branch. FIN D-17609. NRC-04-87-397. 90/05/27.
GUSTAVE.R. Program Management, Policy Development & Analysis Staff (Post
870413). SHAUKAT.S. NRC - No Detailed Affiliation Given. 1p. 53938:068-53938:068.

!&E INSPECTION AND ENFORCEMENT

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). IEIN-88-097.
90/04/26. Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004230287 PNO-lll-90-027:on 900410.glass syringe vial containing 1 mCi P-32 report-

53565:112.

9004230536 PNO-ll-90-018:on 900411 .fossil unit generator fire/explosion occurred at
plant.Caused by fault in hydrogen seal sys.Fire extinguished w/site firefighting bri-
gades.
CRLENJAK.R. Region 2, Ofc of the Director. 90/04/11.1p. 53561:012-53561:012.

9004230544 PNO-V-90-Ol8:on 900414,plant shut down for more than 48 h. Caused by
drop of Control Element Assembly CEA-80 during routine surveillance testing.Plant will
remain in Mode 3 during performance of post-trip activities & maint.
WONG.H.,   COE.D.   Region   5,   Ofc  of the   Director.   90/04/16.  1p.   53584:237-
53584:237.

9004240048 PNO-ll-90-029:on 900411 .control  rods withdrawn while turbine bypass
valves open.in violation of Tech Specs.Caused by adjusting generator load limiter
rather than reinserting control rods to reduce power.Personnel retrained.
PELKE.P.,  KNOP.R,  Region 3, Ofc of the Director. 90/04/13. 2pp.  53592:180-
53592:181.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240362 PNO-l-90-028:on 900416,unplanned shutdown greater than 48 h occurred
after operators manually tripped unit from 49% reactor power due to loss of condens-
er vacuum.Licensee in process of improving intake sys reliability.State informed.
HAVERKAMP.D.,   RAYMOND.W.   Region  1,  Ofc  of the  Director,  90/04/18.   1p.
53594:003-53594:003.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 97pp. 53601:328-53602:067.

9004240426 EN-89-107A:on 900420,order imposing civil penalty in amount of $8,750
issued to licensee based on failure to follow emergency procedures for teletherapy
unit & lack of mgt oversight of facility licensed programs.

JOHANSEN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-190. 90/04/
20. 1p. 53595:355-53595:355.

9004240429 EN-90-048:on 900420,notice of proposed imposition of civil penalty in
amount of $6,250 will be issued to licensee. Action based on failure to make 24 hr
rept of event that threatened to cause whole body exposure in excess of 5 reins.
JOHANSEN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-90-046. 90/04/
17. 1 p. 53595:291-53595:291.

9004240456 PNO-ll-90-020:on 900416,peaceful,public demonstration occurred at facility
in response to restructuring of Sys Energy Resources.lnc tax payments to Claiborne
County.MS. Blocked entrance already secured by licensee.
VERRELLI.D.M. Region 2, Ofc of the Director. 90/04/17. 1p. 53592:173-53592:173.

9004250063 PNO-II-90-019:NRC mgt approved restart of facility which was subj of con-
firmation of action Itr as result of dispatching of incident investigation team on
900323.Criticality scheduled to be achieved on 900415.

BROCKMAN.K.  Region 2,  Ofc of the Director. CAL  90/04/13.  ip. 53598:102-
53598:102.

9004250159 NRC Info Notice 90-030. "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9004250214 PNO-l-90-029:on 900419,unusual event declared re channels of nuclear in-
strumentation input to reactor protection sys being outside administratively determined
tolerance.Cause of event being evaluated.

NICHOLSON.L.   COWGILL.C.  Region   1,   Ofc   of the   Director.  90/04/19.   2pp.
53603:359-53603:360.

9004250228 PNO-V-90-019:on 900417,earthquakes measuring 4.6 on  Richter Scale
measured 3 miles west of Upland,CA.On 90041 S.three earthquakes occurred in north-
ern California.No visual damage occurred to reactors in area.
QUALLS.P.,  WENSLAWSKI.F.   Region  5,   Ofc  of the  Director.  90/04/18   3pp
53636:002-53636:004.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissionina (Post
870413). IEIN-88-008. 90/05/04. Consolidated Edison Co. of New York Inc 10100
53753:001-53753:103.                                                                                          ' HH"

9004260299 Forwards draft info notice re potential for dose-rate survey instruments un-
derresponding to true radiation fields.

CUNNINGHAM,LJ. Radiation Protection Branch. 90/04/19. WELLS.J. Eberline Instru-
ment Corp. 6pp. 53636:013-53636:018.

9004260302 Forwards draft info notice, "Dose-Rate Survey Instruments Underrespond-
ing to True Radiation Fields." Comments requested by 900504.
CUNNINGHAM,LJ.   Radiation  Protection  Branch.  90/04/20.  BELLIANJG   Bicron
Corp. 6pp. 53636:007-53636:012.                                                                    '   '

9004300155 PNO-l-90-031:on 900421,ground fault on Phase C cable leading to trans-
former 1B2 caused loss of vital 480-volt unit Substation 182,resulting in loss of power
to drywell equipment drain tank.Transformer cable will be repaired.
YOUNG.S. Region 1, Ofc of the Director. 90/04/23. 3pp. 53656:267-53656:269.

9004300219 PNO-l-90-030:on 900419,facility control room notified of siren pole cut
down & blocking road.Licensee responding to inquiries & will be briefing Massachu-
setts Civil Defense Agency & town of Plymouth on 900420.

CONKLIN.C., BELLAMY.R. Region 1, Ofc of the Director. 90/04/20. 1p. 53656-050-
53656:050.

9004300334 PNO-l-90-032:on 900421,bomb threat received at research reactor.Facility
evacuated & searched.No explosive devices found & no indication of forced entry into
facility noted.

ALBERT.R.J., KEIMIG.R.R. Region 1, Ofc of the Director. 90/04/23. 2pp. 53655-116-
53655:117.

9005010175 EN-90-051:on 900427,order suspending brachytherapy activities & modify-
ing Licenses 13-03459-02 & 13-03549-03 issued to licensee.Action based on lack of
mgt control of brachytherapy program.

LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-90-071. 90/04/30. 1p
53696:029-53696:029.

9005010279 PNO-l-90-033:on 900424,unit initiated Tech Spec required shutdown due to
both hydrogen recombiners being inoperable. Repairs to recombiners performed con-
current w/shutdown.State & local authorities informed.
MEYER.G. Region 1, Ofc of the Director. 90/04/24. 2pp. 53677:053-53677:054.

9005020031 PNO-lll-90-029A:on 900426,automatic turbine runback occurred due to
stator water cooling sys problem.Control room operators properly responded to tran-
sient in conservative manner.Region Special Insp Team will hold meeting on 900427
PELKE.P. Region 3, Ofc of the Director. 90/04/26. 1p. 53679:314-53679:314.

9005020035 PNO-V-90-020:on 900423,Region V informed by util of recent incidents in-
volving vandalism of two wooden power poles & one steel transmission tower.On
900422,util discovered that vandals had cut in half wooden power pole.Pole repaired
SCHAEFER.D., MCQUEEN.A. Region 5, Ofc of the Director. 90/04/24. 2pp]
53679:280-53679:281.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Wetd
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 87C-ri). 'EIM---0-029
90/05/03. Consolidated Edison Co. of New York, Inc. 100pp. 53753:1'X-&?7:3:203.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 90/05/09
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040005 PNO-V-90-022:on 900427,earthquake occurred in Northern
CaliforniaEarthquakes not felt at GE facility & no observable effects to Region V ofc
noted.

YUHAS.G., SCARANO.R. Region 5. Ofc of the Director. 90/04/30. 2pp. 53738:356-
53738:357.

9005040007 PNO-V-90-021 :on 900426,selection of D Freeman as new genera
manager.replacing D Boggs announced.Press conference held by licensee on 900426
WONG.H., MYERS.C. Region 5, Ofc of the Director. 90/04/27, 2pp, 53738:354
53738:355.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc tis
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-81-34
90/05/10. Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302,

9005070052 PNO-l-90-035:on 900425,radioactive matl stolen from rear of van.Stole;
packages contained 35 mCi 1-131,100 mCi 1-123 & 17.6 mCi & 6.6 mCi Tlv201.N<
contamination identified.No search conducted.Press release issued.
TAYLORM Region 1, Ofc of the Director. 90/04/25. 2pp. 53744:359-53744:360.

9005070084 PNO-l-90-034:on 900424,'individual entered ofc trailer.quoted passage froi
bible.opened overcoat & pulled out rifle. Investigator ran in & closed door to adjacer
room.After shot fired investigator obtained vehicle description.
SMITH.G.C., KEIMIG.R. Region 1, Ofc of the Director. 90/04/25. 3pp. 53746:121
53746:122.

9005070093   PNO-IV-90-014B:on   900406,overexposures   to    radiography   worke
occurred.Exam disclosed subcutaneous changes & lesions to postero-lateral cervic
(neck) area.Press release issued re incident.
CAIN.C.L Region 4, Ofc of the Director. 90/05/02,1p. 53746:119-53746:119.

9005070137 PNO-l-90-036:on 900424,delivery vehicle containing 125 mCi Tc-99m i
volved in one vehicle accidentNo one injured. Packages of radioactive matl remain*
intactSurvey determined that no leakage of radioactive matl existed.
GRESICK-SCHUGST, BETTEIMHAUSEN.L Region 1, Ofc of the Director. 90/04/S
1 p. 53746:256-53746:256.o. of New Jersey. 1 p. 53879:335-53879:335.
